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SUB J : POWER PROBLEMS 

REF: STATE 33554 

1. DESPITE ASSURANCES BY SOVIET ELECTRICAL ENGINEERS FOR 
CORRECTIVE ELECTRICAL WORK TO COMMENCE WEEK OF JANUARY 27, 
REPEATED REQUESTS, INCLUDING THIS DATE, FAILED TO RECEIVE A COST 
ESTIMATE RESPONSE OR DATE ON WHICH WORK WILL START. 

2. TEMPORARY POWER CORRECTION MADE BY SOVIET ENGINEERS IN 
NOVEMBER STILL HOLDING AND IS PRESENTING NO PROBLEMS. 

3. AS SOON AS RECEIVED, COST ESTIMATE WILL BE PROVIDED. 
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